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In About 3*000 young and efficient railway workers fr n the North China 
Railway have b ;en transferred to railways in South, Central, an? -last 
China* A large number of them are employed on the Canton-IIengyrmg^ 

Hanker/ Railroad* Soldiers and customs inspectors a\ the Ho 'gyaig 
( 112-3 5s, 26-56) railway station are from North Chi’ia, Of the IjO to !?0 
customs and public security personnel in the Canton railway station, 
about GO to 90 percent are from North China and llnchuria 

2 0 In Hunan Province all officials in the magistrate and county offices are 
from Nanehurla* They are young and arc considered well -trained 

3.» Host of the minor Communist administrative officials in Nanking and Shanghai 
arc former members of the Communist Southern Activi ties' Cor^s (Ian Ilsia Rung 
Tse THian % 7 x '\ i- ifj )•** -Ambers of this corps wore recruit d in North 
China* 

5X1 A * C oiarnent * This organisation was established prior to the Oomunlct 

take-over of Southeast China to train person "c*. for Gomntmis- 1 adminis- 
trative and cultural work in Southeast China* It has not been -previously 
reported by this title* 
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